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TR-4Cw_ SUPPLEMENTARY INSTRUCTIONS 


The TR-4Cw incorporates al) of the features contained in the TR-4C plus a 500 Hz 
bandwidth crystal] filter to impreve CW selectivity. 


This instruction sheet deals only in differences and additions that this feature 
will add to the instruction manual supplied. 


SPECIFICATIONS 
Receiver Selectivity: 6 dB=500 Hz, 60 dB=2.0 kliz with Sideband Switch in $00 Hz 


position. 


OPFRATION 

The Sideband Switch selects between upper, lower, and $00 Hz filters. The side- 
band being utilized is indicated by the upper/lower lights. When the sideband 
switch is in the 500 Hz position, the same light will light as when the switch is 
in the "X" position. ; 


Tune Up is identical to that of the TR-4C. 


Operation on CW is accomplished in the same manner as the TR-4C except that 
the sideband switch can be placed on the 500 Hz position to more casily sepa- 
rate stations under crowded band conditions. 


It will be noted that when transmitting with the 500 Hz filter switched in, the 
XMTR Gain Control will have to be advanced slightly further clockwise to ob- 
tain the same plate current as obtained when either upper or lower filters are 
used. 


The center frequency of the CW filter is such that when a signal is tuned for © 
maximum S-meter reading, an audio beat note of approximately 800 Hz will be 
produced. Therefore, when tuning in CW signals with the filter switch in the 
"X" position, signals should be tuned for this audio frequency so they will 
still be tuned in when switching to the 500 Hz filter. 


SSB Operation is not recommended with the 500 Hz filter switched in since it 
will narrow. the bandwidth of both transmitted and received audio sufficiently 
to make it virtually unintelligible. 


MAINTENANCE ; 
Alignment is accomplished in exactly the same manner as the TR-4C. No 


special tuning of T6 or T13 is required. 


Access to circuitry hidden by the 500 Hz filter is obtained by loosening the 
two nuts holding the 500 Hz filter bracket to the upper/lower filter bracket 
and lifting the filter and bracket as a unit off the transceiver. 
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TR-4Cw SUPPLEMENTARY INSTRUCTIONS 


COVERING MODELS WITH RIT 


The addition of Receiver Incremental Tuning to the TR-4Cw allows 
the receive frequency to be varied approximately #3 kHz (2 kHz 
min., 4 kHz max.) relative to the indicated dial frequency. 


OPERATION 

The RIT function is activated by depressing the RIT push button 
switch. When disabled, the RIT frequency control has no effect, 
and the received frequency is as indicated on the dial. The 
TR-4Cw transmit frequency is always as indicated on the dial, 


If equipped with the accessory 34-PNB Noise Blanker, the Noise 
Blanker is activated by depressing the NB push button switch. 
For further information regarding the operation of the Noise 
Blanker, refer to section 3-3, 


Use of RIT can be very useful for both CW and SSB operation. 
When working a Station who is drifting in frequency, the drift 
can be compensated for without "walking" across the band. 


ZERO ADJUSTMENT 
The RIT printed circuit board is located on the partition en- 
closing the PA compartment on the bottom of the transceiver. 


The trim pot located on this board is used to "center" the front 
panel RIT frequency control. With the front panel frequency con- 
trol set at 12 o'clock, tune in the calibrator signal at any con- 
venient 100 kHz point until a beat note is heard. ‘he trim pot 
should be adjusted until there is little or no change in the bCeat 
note frequency when turning the RIT control on and off via the 
KIT -push button. This adjustment is factory set, and centering 
should be within 200-300 Hz. 
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CHAPTER | 
INTRODUCTION 


1-1. GENERAL DESCRIPTION. 


The TR--4C is a 300 Watt HF single sideband trans- 
ceiver which covers the 80 through 10 meter 
amateur bands. AM and CWmodes are also included. 
The TR--4C requires either an R. L. Drake AC—4, 
120 V AC power supply, or an R. L. Drake DC—4, 
12 V DC power supply. The TR--4C features a 
high-stability linear permeability tuned VFO and 
two 8 pole crystal lattice filters for sideband selec- 
tion. Available accessories include an RV--4C 
Remote VFO. a matching MS--4 Speaker, an FF. 1 
Fixed Frequency Adapter, a 34--PNB Noise Blanker, 


un MC—4 Mobile Console, and a TR-4C VHF 
Modification Kit. 


1-2. MANUAL COVERAGE. 


This manual provides sufficient information for 
operation of the TR--4C Transceiver by a licensed 
operator and for repair and maintenance by an ex- 
perienced electronics technician. Chapter If provides 
installation instructions and illustrates interconnec- 
tion with accessories. Chapter IIT describes operation 
procedures. Chapter IV presents theory of operation 
supported by a block diagram. Chapter V provides 
maintenance instructions and parts ordering infor- 
mation. 
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Figure 1-1. TR~4C Sideband Transceiver 
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GENERAL: 


Frequency Coverage: 


Mode of Operation: 


Frequency Stability: 


Power Supply 
Requirements: 


Antenna Impedance: 


Dial Calibration: 
Dimensions: 


Weight: 
RECEIVER: 
Sensitrvity: 

AGC: 

Selectivity: 

IF Frequency: 
Audio Output: 
Oucput Impedance: 
TRANSMITTER: 
Power Input: 
Output Impedance: 


Average Distortion 
Products: 


Microphone Input: 


SPECIFICATIONS 


3.5 to 4.] MHz, 7.0 to 7.6 MHz, 13.9 to 14.5 MHz, 21.0 to 21.6 MHz 
and 28.5 to-29.1 MHz; accessory crystals are available for the 28.0 


to 28.6 MHz and 29.1 to 29.7 MHz segments of the 10 meter band. 


Lower Sideband, Upper Sideband, AM and CW. 


Total drift is less than 100 Hz after warm up. Total frequency change 
is less than 100 Hz for a + 10% line voltage change. 


+ 650 Volts DC at 300 mA average and 500 mA maximum with 10%. 
regulation from 100 to 500 mA and a maximum ripple 1%. 


+ 250 Volts DC at 200 mA with 10% regulation from 170 mA to 
200 mA. This includes the effect of the 650 Volt supply change if 
both voltages are obtained from the same transformer. Muximum 
ripple must be less than 1/4%. 


—45 to -65 Volts DC adjustable filtered bias into 33 K Ohm load. 
12.6 Volts AC or DC at $.5 Amperes. 


Nomina! 52 Ohms (VSWR less than 2:1). 


Better than + 1 kHz when calibrated at the nearest 100 kHz calibra- 
tion point. 


5.5 in. High x 10.75 in. Wide x 14.375 in. Deep. 13.97 cm. High x 
27.31 cm. Wide x 36.51 cm. Deep. 


16 Ibs. (7.26 kg.) 
S+N_ 
Less than 0.5 uV for l10dB N 
Less than 3 dB variation for 60 dB change in input signal. 
2.1 kHz at -6 dB and 3.4 kHz at -60 GB. 
9 MHz. 
3 Watts with less than 10% distortion. 
4 Ohms. 


300 Watts PEP SSB, 260 Watts CW and 260 Watts PEP AM. 
Nominal 52 Ohms. 


The odd order products are down 30 dB below PEP. 
High Impedance. 


CHAPTER II 
INSTALLATION 


2-1. UNPACKING. 


Carefully remove the unit from the shipping carton 
and examine it for evidence of damage. If any 


damage is discovered, immediately notify the trans-. 


portation company that delivered the unit. Be sure 
to keep the shipping carton and packing material as 
the transportation company will want to examine 
them if there is a damage claim. Keep the carton 
und packing material even if no shipping dumagze 
occurs. Having the original carton available makes 
packing the unit much eusier if it should ever be 
necessary to store it or return tt to the factory for 
service. 


NOTE 
Fill out the enclosed registrution card 
and return it to the factory immediately 
to insure registration and validation of 
the warranty. 


2-2. LOCATION. 


The location of the TR--4C is not critical. However, 
care should be taken to insure that adequate clear- 
ance is provided to insure free circulation of air 
uround the unit and to allow access to the side 
controls and connectors. Do not cover the top of 
the cabinet with books, papers or other equipment 
us Overheating may result. 


2-3. MOBILE INSTALLATION. 


2-4.POWER REQUIREMENTS. Refer to figure 
2-2 for rear chassis connector identification. The 
TR--4C may be installed in any vehicle with a 12 
volt dc negative ground system. An R. L. Drake 
Model DC—4 Power Supply is required for a mobile 
installation. The recommended location for the 
DC—4 is on the passenger side of the firewall. Refer 
to figure 2-3 for the electrical connections required. 


2-5. MOUNTING. Mount the TR—4C in a con- 
venient location below the dash with an R. L. Drake 


Mode! MMK -3 Mobile Mounting Kit. Refer to 
figure 2-4 for various mounting options. Be sure 
to allow adequate clearance for air circulation and 
cable connections. Turn the TR) 4C off. Connect 
the power cable between the TR--4C and the DC- 4. 
Coil up any excess cable and tape it in place out of 
sight. Connect the black wire from the power supply 
to a convenient ground. Route the red wire from the 
power supply through the firewall and connect it to 
the positive battery terminal or the starter solenoid. 
The fuse holder should be installed as close to the 
solenoid as possible. Shorten both of these wires as 


_much as possible. 


2-6. ANTENNA. Install a mobile antenna us ree- 
ommended by the antenna manufacturer. Connect 
a coaxial cable from the antenna to the SO 239 
connector at the reur of the TR 4C. 


2-7. SPEAKER. DO NOT connect the TR -4C to 
the speaker of the car radio. Install a separate 
speaker for use with the TR 4C. The R.L. Drake 
Model MC.- 4 Mobile Console is recommended for 
this type of installation. It includes a speaker and a 
wattmeter and is designed to mount over or under 


the TR -4C. 


2-8. MICROPHONE. Use a microphone with a flat 
frequency response. The microphone should have a 
cardioid pattern to reduce pickup trom the back 
and sides. Connect the microphone as illustrated in 
figure 2-1 to insure proper performiancee. 
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MICROPHONE 
Figure 2—1. Microphone Connections 


2-9. STATIONARY INSTALLATION. 


2-10. POWER REQUIREMENTS. An R. L. Drake 


Mode! AC—4 Power Supply rated at 120 volts ac, 
50/60 Hz, is required for stationary installations. 


The AC—4 is designed to fit inside the MS—4 
speaker cabinet. 


2-11. VIEWING ANGLE. Refer to figure 2-5 for 
illustrations of viewing angle options. See Chapter V 
for bottom cover removal. 


2-12. ACCESSORIES. Refer to figures 2-6 through 
2-9 for the electrical connections required to 
operate the TR -4C with the various recommended 
accessories. 


NOTE 
If the old RV—3 is to be used it must 
be modified as follows: Install a 22 K, 
2 Watt resistor from pin 1 of the tube 
(O0A2) to the terminal of the FUNCTION 
switch to which the orange wire is 


attached. 
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Figure 2—2. Rear Chassis Connectors 
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Figure 2-4. Mobile Installation Moun ting Options 
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Figure 2—5. Viewing Angle Options in a Stationary Installation 
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Figure 2—6. Connecting the AC—4 Power Supply and MS—4 Speaker 
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Figure 2—7. Connecting the AC—4 Power Supply, RV—4C Remote VFO and a Linear Amplifier 
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Figure 2-8. Connecting the AC—4 Power Supply and the L—4B Linear Amplifier 
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CHAPTER Ill 
OPERATION 


3-1. GENERAL. 


Figure 3-1 illustrates and describes all front panel 
controls and indicators on the TR—4C Transceiver. 
Controls and connectors located on the rear and 
sides of the unit are described under ‘other 
controls’’ below. Rear chassis connectors are identi- 
fied in figure 2-2. 


3-2. MODE SWITCH. In the SSB position, the 
receiver portion functions until the transmitter is 
energized either by talking into the microphone or 


actuating the microphone push-to-talk switch. The - 


transmitter then emits an upper or lower sideband 
signal depending on the setting of the SIDEBAND 
switch. In the X-CW position, the receiver portion 
functions until the key is closed. The TR—4C then 
goes into the transmit mode, a CW sidetone is 
energized and the carrier is shifted approximately 
] kliz from the received frequency. The unit will 
remain in transmit during CW keying and will return 
to receive when keying is stopped briefly. NOTE: 
The SIDEBAND switch must be in the X position 
when the Mode switch is on X-CW or X-AM. It 
should also be noted that if the relays fail to close 
occasionally when the key is used, advance the 
VOX gain (screwdriver adjust on the right side of 
the chassis) until positive relay action is obtained. 
In the X-AM position, a controlled carrier screen 
modulator is incorporated for AM transmission and 
a diode detector is used for AM reception. Transmit 
and receive switching is accomplished by VOX or 
push-to-talk as on SSB. 


3-3. BLANKER SWITCH. The noise blanker may 
be left on except when there is a strong signal 
within 5 kHz of the received signal. A strong signal 
which falls within the 10 kHz wide crystal filter in 
the noise blanker, and outside the 2.1 kHz crystal 
filter in the TR—4C, will operate the noise blanker 
gate circuit causing distortion products. This limita- 
tion in the noise blanker is caused by the necessity 
of having a bandwidth in the blanker wide enough 
to minimize stretching of noise pulses before blank- 
ing. Usually this limitation is no problem under 


normal operating conditions. 


3-4. VFO DIAL. This dial consists of 2 transparent 
discs which display concentric scales and which 
rotate at different speeds. There are 2 scales on 
each disc. The upper scale on each disc is used for 
all bands except 20 meters where the lower scale is 
used. Zero to 100 kHz is indicated on one disc and 
hundreds of kHz is indicated on the other. The 
frequency of the operating signal is the sum of the 
frequencies indicated by the BAND switch and the 
VFO dial. for example: 


BAND switch frequency 7.000 MHz 
100 kHz dial .200 

1 kHz dial .072 
Operating frequency 7.272 MHz 


This dial may be calibrated over a short range by 
the following procedure: 


a. Set the Mode switch to CAL. 

b. Tune the TR—-4C to zero beat with the nearest 
100 kHz calibrator signal. 

vc. Hold the tuning knob stationary and rotate the 
knob skirt until the dial displays the correct 
frequency. 


3-5. TUNING PROCEDURE. 


CAUTION 
Under no circumstances should operation 
of the TR—4C be attempted until it is 
connected to a proper antenna or a 
dummy load. Always allow a two minute 
warm up period after the TR -4C is 
turned on before transmitting. 


3-4. BIAS ADJUSTMENT. Before any type ol 
operation is attempted, it will be necessary to set 
the PA bias to the correct value. Proceed as follows: 
a. Turn on the TR—4C with the RCVR GAIN 
control. 
b. Rotate the XMTR GAIN contro! fully: counter- 
clockwise.. 
(continued on page 3—5) 


Front Panel Controls 


Figure 3—1. 


. LOAD control: 


FRONT PANEL CONTROLS 


. S meter: Indicates relative level of received sig- 
nals. Indicates transmitter AGC when trans- 
mitting. 


. Plate meter: Indicates plate current in the final 
amplifier. Indicates relative RF power when 
LOAD contro! (6) is pushed in. 


. PLATE control: Tunes power amplifier pi- 
network circuit for resonance. 


. RF TUNE control: Peak tunes the receiver RF 
amplifier, the transmitter driver grid and plate 
tuned circuits. 


. UPPER sideband indicator lamp: Glows when 
upper sideband is selected. 


Matches the TR—4C to the 
impedance of the antenna. Push in to display 
relative RF power on plate meter (2). 


. VFO dial: Displays portion of operating fre- 
quency from zero to 600 kHz. Reading must 
be added to BAND switch frequency setting 
for complete operating frequency. 


. VFO control: 
dial (7). 


Adjusts frequency setting of 


9. 


10. 


11. 


12. 


13. 


14. 


15. 


16. 


VFO indicator lamp: Glows only when TR—4C 
VFO is operating. 


BLANKER switch: Provides on/off control for 
R. L. Drake’s Model 34—PNB Noise Blanker 
(an accessory). 


SIDEBAND switch: Selects upper or lower 
sideband and lights appropriate indicator lamp 
(5 or 12). 


LOWER sideband indicator lamp: Glows when 
lower sideband is selected. 


BAND switch: Selects the desired amateur 
band. 


Mode switch: Selects the desired mode of oper- 
ation. In CAL position, it switches on the 100 
kHz crystal calibrator (operable in transmit or 
receiver mode). 


RCVR GAIN control: Dual control. Knob con- 
trols the receiver audio level, and provides a 
power on/off control at the extreme counter- 
clockwise position. Lever controls the maxi- 
mum RF gain of the receiver. 


XMTR GAIN control: Adjusts the microphone 
gain on AM and SSB. In CW mode it adjusts 
the RF drive. 


OTHER CONTROLS 


Right Side (not illustrated). 


PHONE jack: Provides a connection forshead- 
phones or external speaker. 


MIC jack: Provides a connection for microphone. 


Mates with connector S-230 furnished with the 
TR—4C. 


VOX control: Adjusts the gain of the VOX am- 
plifier and the antenna relay release time on 
CW. 


ANTIVOX control: Adjusts the gain of the 
ANTIVOX amplifier. 


ZERO control: Adjusts the no-signal display of 
the S meter to $1. 


KEY jack: Provides a connection for CW key. 
With key connected, transmitter is disabled for 
all modes of operation and receiver is disabled 
for AM unless the key is closed. 


Left Side (not illustrated). 


RCVR/TCVR switch: Selects either the TR—4C 
Receiver or external receiver. 


NOTE 


Rear Chassis (Refer to figure 2-2). 


Ground terminal: Provides a connection for 
earth ground. 


SIDE TONE control: Adjusts the level of the 
CW sidetone with respect to the received signal. 
For no sidetone, rotate fully counterclockwise. 


LIGHTS switch: Changes intensity of dial lamps 
to dim (D) or bright (B). 


Antenna connector: Provides a connection for 
the station antenna (SO-239). 


Power connector: Provides a connection for 
either AC—4 or DC—4 Power Supply. 


External Receiver Antenna jack: Provides a con- 
nection for an external receiver. 


External Receiver Mute jack: Provides'a connec- 
tion for muting an external receiver. It may be 
used with any receiver which requires a DC 
path to ground for receiving and an open cir- 
cuit for muting. All R. L. Drake receivers have 
this feature. 


Rear chassis markings abore the CAU- 
TION notice identify external cable con- 
nectors when TR--4C VHF Modification 


Kit is used. 


c. Turn the SIDEBAND switch to its counter- 
clockwise position. 

d. Turn the Mode switch to X-CW. 

e. Adjust the Power Supply (AC—4 or DC—4) bias 
control for a reading of 0.1 Amperes on the 
plate current meter. 


3-7. TUNE UP. Do not allow plate current to ex- 
ceed 0.] Amperes for more than 6 seconds with the 
PLATE contro] not tuned for minimum plate cur- 
rent Or maximum RF output. 


CAUTION 
Failure to observe the warning above will 
result in rapid final amplifier tube deteri- 
oration due to excessive plate dissipation. 


The final amplifier pi-network will match a nominal 
50 ohm load. The VSWR may be as high as 2:1 on 
all bands except 80 meters where a lower VSWR 
may be required. On 80 meters an external antenna 
matching network may be required. 


Preset the controls as follows: 


a. Select the desired band with the BAND switch. 
b. Select the desired operating frequency with the 
VFO tuning knob. 

c. Rotate the XMTR GAIN control full counter- 
clockwise. 

. Rotate the LOAD control full counterclockwise. 

. Place the SIDEBAND control in the X position. 

. Place the Mode switch in the SSB position. 

. Peak the RF TUNE control for maximum noise 
or signal as indicated by the S meter. 


memo 


Rotate the Mode switch to the X-CW position and 
advance the XMTR GAIN control until the plate 
current meter moves up scale slightly. Peak the RF 
TUNE contro! for maximum plate current and 
quickly tune the PLATE control for a dip in plate 
current. After the dip is found, rotate the XMTR 
GAIN control clockwise until plate current no 
longer increases. 


Depress the LOAD control and alternately adjust 
the PLATE and LOAD controls in small increments 
for maximum RF output. Release the LOAD con- 
tro] and adjust the PLATE control for minimum 
plate current. At this point the plate meter should 
indicate a plate current between 0.380 and 0.500 


- Amperes. The reading will depend on the line volt- 


age, antenna match, tube condition, etc. Increasing 
the setting of the LOAD control beyond the point 
at which maximum RF output occurs will result in 
excessive plate dissipation. It should not be neces- 
sary to advance the LOAD control beyond 4.5 to 
obtain maximum RF output. Further advancement 
indicates that the VSWR of the antenna system is 
too high and leaving the control set beyond this 
point is likely to result in excessive harmonic radia- 
tion. The above procedure should be completed as 
quickly as possible and the Mode switch should be 
returned to the SSB position. 


When the Mode switch is in the X-CW position, the 
screen voltage on the final amplifier tubes is reduced 
to prevent overheating. When the switch is in the 
SSB position, this voltage is increased so that an 
input power of 300 watts can be obtained. 


3-8. SSB OPERATION. 


In the following discussion, it is assumed that the - 
TR—4C has already been tuned up on the desired 
band as described in paragraph 3-7. Preset the 
controls as follows: 


SIDEBAND —On desired sideband as 
shown by indicator lights. 

Mode —On SSB. 

XMTR GAIN --Fully counterclockwise. 


RF gain (lever) —Fully clockwise. 

RCVR GAIN (knob) —Fully counterclockwise 
(do not turn off power). 

—Fully clockwise. 

—Fully counterclockwise. 


VOX gain 
ANTIVOX 


While talking into the microphone in u normal 
voice, increase the XMTR GAIN control until the 
S meter starts kicking up scale above its resting 
value. With no modulation, the S meter will rest up 
scale on transmit. This indicates that the transmit- 
ter AGC is starting to operate and the transmitter 
has maximum output. Continue talking and reduce 
the VOX gain until a point is reached where further 
reduction results in a too frequent relay drop out. 
Increase the AF GAIN until received signals are of 
the desired Jevel. This may cause the transceiver to 


_ cycle back and forth between transmit and receive. 


Adjust the ANTIVOX control until the cycling 
stops. If the push-to-talk switch on the microphone 
is properly connected as described under Installa- 


# 


tion, it may be depressed at any time, thus over- 
riding the VOX system. If VOX operation is not 
desired, turn the VOX gain control fully counter- 
clockwise. 


On SSB, the TR—4C transmits on exactly the same 
frequency on which it receives. Therefore, be sure 
that you have the signals tuned in so that the voices 
sound normal before you answer another station’s 
CQ, or break another QSO. Otherwise, you will not 
be transmitting exactly on frequency. If a’ key is 
used, it must either be closed or unplugged from 
the KEY jack for SSB and AM operation. 


3-9. CW OPERATION. 


To operate CW, connect a key to the KEY jack. If 
an electronic keyer is used, connect it for grid block 
keying. Leave the key in the open condition. The 
TR—4C uses shifted carrier CW. With this system, it 
is possible to transmit approximately on the re- 
ceived station’s frequency without being zero beat 
while receiving. The transmitter BFO is shifted from 
the received signal frequency by approximately 
| kHz. The VFO dial reads the correct frequency 
of a received signal when the signal is tuned for 
zero beat. 


To receive CW signals, place the Mode switch in 
the X-CW position and the SIDEBAND switch in 
the X position. Tune in a CW signal for an audio 
pitch of about | kHz and adjust the audio gain 
control knob for a normal listening level. 


To transmit. depress the key, and adjust the XMTR 
GAIN control until it is just below the point at 
which plate current no longer increases. Do not 
advance it beyond this point. Advance the SIDE- 
TONE control on the rear of the chassis until the 
sidetone reaches the desired volume. Adjusting the 
RCVR GAIN knob controls both the received signal 
and sidetone level. 


The TR—4C uses automatic transmit/receive switch- 
ing. This means that it will automatically transmit 
when the key is depressed and will remain in the 
transmit condition during keying. It will return to 
the receive condition when the key is released for a 
brief period. If this period is.too long, decrease the 
VOX gain. Manual transmit/receive switching can 


be accomplished by connecting an external switch 
to the push-to-talk circuit of the MIC jack. 


3-10. AM OPERATION. 


For AM operation, the Mode switch should be in 
the X-AM position and the SIDEBAND switch 
should be in the X position. If a key is used, it 
should be left closed or unplugged. Tune in AM 
signals for most pleasing audio. This will not neces- 
sarily coincide with maximum S meter reading. The 
same procedure should be followed in setting the 
various gain controls on AM as on SSB. except that 
the XMTR GAIN control should be adjusted for 
plate current peaks of 0.2 to 0.25 Amperes when 
talking into the microphone in a normal voice. Care 
should be taken to stay within these limits since 
the transmitter AGC does not operate on AM. 


3-11. OPERATION NEAR BAND EDGES. 


When operating near the edge of a band, be sure to 
check the dial calibration as described under tuning 
procedure. When working SSB be sure to use the 
sideband that will be inside the band. On AM and 
CW, the transmitted carrier will be | kHz higher or 
lower than the indicated dial frequency. 


3-12. OPERATION WITH A LINEAR 
AMPLIFIER. 


Since the TR--4C Transceiver is conservatively rated 
at 300 watts PEP input, it is doubtful if it would be 
worthwhile to use a linear amplifier with a power 
rating of less than 1000 to 2000 watts PEP input. 
A triode type grounded grid linear amplifier with a 
1000 to 2000 watt PEP rating will present a satis- 
factory load to the TR—4C. 


If the linear amplifier is of the grounded cathode 
type with high impedance input, it will be necessary 
to install a resistive pad between the TR—4C and 
the linear amplifier that will present the proper 
impedance to the TR—4C. Such a pad must be 
made of non-inductive resistors and must have 
adequate power handling capacity. Antenna switch- 
ing should be accomplished as shown in figure 2-7. 
Most linear amplifiers have these relays built-in. 


To properly operate the TR—4C with a linear 
amplifier proceed as follows: 


a. With the TR-4C connected to the linear ampli- 
fier tune the RF TUNE control as described in 
paragraph 3-7 g. 

b. Set the LOAD control to the setting indicated on 
the chart below, for the band desired, when 
using a linear amplifier with a 50 ohm input. 


50 Ohm LOAD 


BAND Setting 

3.5 MHz 2 

7.0 MHz 3 
14.0 MHz e 
21.0 MHz 3 
28.5 MHz Hs 


c. Tune the PLATE control for minimum plate 
current. 

d. Switch the Mode switch to the desired mode of 
operation. . 

e. Advance the XMTR GAIN control until the 
desired amount of input to the linear amplifier 
is obtained. 


Note that when the TR—4C is ioaded much below 
maximum RF output the AGC does not function 


properly and flat topping in the TR—4C may result. 


Care should be taken to keep the XMTR GAIN 
below the point where this occurs. This can be 
accomplished by making sure that the average peak 


plate current does not exceed one half of the plate 


current obtained on tune up. 


If your linear amplifier has AGC output, connect 
it to the TR—4C as shown in figure 2-7. If the 
TR—4C is properly tuned, this should prevent flat 
topping on SSB regardless of the XMTR GAIN 


control setting. However, it will not. prevent over- 
drive on AM since the AGC does not function in 
this mode. 


3-13. NOVICE OPERATION. 


If used on the novice bands, maximum legal input 
power is 250 Watts which occurs when the Plate 
Meter reads .385 Ampere. To realize the most use- 
ful output under these conditions, readjustment of 
the Bias control on the Power Supply is suggested. 
Follow the Bias Adjustment. procedure in para- 
graph 3-6, except set bias control on AC—4 for 
O25 Ampere plate current (one fourth of the 
normal setting). If the transceiver is used on both 
novice band and by another operator on SSB or 
AM, the bias must be readjusted to .1 Ampere 
before voice operation is attempted. 


To load the transmitter for novice operation, pre- 
set controls as described in paragraph 3-6. Turn the 
MODE switch to X—CW and advance XMTR GAIN 
for a very slight increase in plate current. Tune RF 
TUNE for a peak in plate current, being careful not 
to exceed .385 Ampere, and quickly tune PLATE 
control -for a dip in plate current. Turn XMTR 
GAIN control fully clockwise. Adjust LOAD con- 
trol clockwise and then redip the PLATE control. 
This procedure should be done repeatedly in small 
increments. Stop advancing LOAD control when 
plate current reaches .385 Ampere with the 
PLATE dipped, or when output power no longer 
increases, whichever occurs first. Reduce XMTR 
GAIN until plate current just starts to drop. The 
transmitter is now ready for operation. 


CHAPTER IV 
THEORY OF OPERATION 


4-1. GENERAL. 


The TR—4C is a 300 Watt HF single sideband trans- 
ceiver which covers the 80 through 10 meter ama- 
teur bands. AM and CW modes are also included. 
The TR—4C requires either an R. L. Drake AC—4, 
120 V AC power supply, or an R. L. Drake DC—4, 
12 V DC power supply. The TR-—4C features a 
high-stability linear permeability tuned WFO and 
two 8 pole crystal lattice filters for sideband selec- 
tion. Some of the circuits are common to both the 
transmit and receive functions. Refer to the block 
diagram figure 4-1 and the schematic diagram 
figure 5-S as required to supplement the following 
discussion. 


4-2, RECEIVER CIRCUITRY. 


A signal entering the antenna terminal passes 
through the antenna switching contacts of the relay 
and is applied to the grid of the RF amplifier V7 
through the selectivity of the L/C network formed 
by T9, T10 anda section of the RF TUNE capacitor 
C37. After being amplified, it is passed through an 
additional L/C network consisting of T7, T8 and 
the remaining section of C37, to the grid of the 
mixer V3B. At this point it is combined with a sig- 
nal from the premixer system of the required fre- 
quency to yield a 9.0 MHz IF. The premixer system 
consists of a 4.9-5.5 MHz solid state permeability 
tuned VFO, a buffer Q2, a switchable overtone 
crystal oscillator VLA, the premixer pentode VIB 
and a cathode follower V3A. 


The VFO signal output is applied to the grid of the 
premixer. pentode through the buffer Q2 and its 
associated circuitry. For 80 and 20 meter operation, 
the VFO signal bypasses the premixer and is con- 
nected through the cathode follower to the mixer. 
On 40, 15 and 10 meters a signal from the crystal 
oscillator heterodynes with the VFO in the pre- 
mixer, V1B, to produce the desired injection 
frequency. On 40 meters, for example, a 21.5 MHz 
overtone crystal and the appropriate coil L] are 
Switched into the crystal oscillator circuit. The 


output from the oscillator is coupled into the pre- 
mixer pentode where it heterodynes with the 4.9- 
5.5 MHz VFO to produce an output frequency of 
16.0-16.6 MHz. This output is coupled through 
the 16.0-16.6 MHz bandpass coupler, T3, and to 
the cathode follower, V3A. On 15 meters, a 35.5 
MHz crystal is used with a 30.0-30.6 MHz coupler, 
T2, and on the three 10 meter ranges, 42.5, 43.0 
and 43.6 MHz crystals are used with a 37.0-38.7 
MHz coupler, T]. 


The 9.0 MHz output of the mixer, V3B, passes 
through the impedance matching transformer T6 
into the upper or lower sideband crystal filter. The 
setting of the SIDEBAND knob determines which 
crystal filter is used. From the crystal filter the 
signal passes through the impedance matching. 
transformer, T13, and is amplified by the 9 MHz 
receiver IF amplifier system, V1! and V12 and the 
IF transformers T11 and T12. The output of T12 is 
applied to the AGC amplifier, V13A,to the product 
detector, V16, and to the diode detector, V2. 


The AGC amplifier V13A is biased beyond cutoff 
to provide an AGC delay. When sufficient RF volt- 
age from T]2 is applied to its gnd, plate current 
flows during part of the cycle. This causcs ampli- 
fied negative voltage to appear across its plate load 
resistor R63, thus charging C]15. This negative 
contro] voltage is applied to the grids of V7, V11 
and V12. C115 discharges through R63 with a time 
constant of approximately one second. Rotating 


the RF Gain control counterclockwise applies in- 


creasingly more negative bias to the AGC control- 
led grids, thus limiting their maximum gain. 


The product detector tube, V16, consists of a 9 
MHz crystal oscillator formed by the cathode, grid 
1 and grid 2. A product detector is formed by the 
cathode, grid 3, and the plate. The IF signal ts 
applied to grid 3 where it heterodynes with the 
BFO voltage in the tube. The resulting audio signal 
is of sufficient amplitude to drive the audio pre- 
amplifier transistor, Q5, which drives the audio 
output tube, V17. 
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The IF signal from T1 2 is also applied to V2 which 
functions as a diode detector and an audio amplifier 
in the AM receive mode. The output of this stage is 
also fed to the Mode switch and is connected to 
V17 through the Audio Gain control when the 
Mode switch is in the X-AM position. The output 
of V17 is applied through the audio output trans- 
former to the phone jack, J5, and to pin |2 of the 
power connector. Also, output from the plate of 
V17 is applied to the anti vox rectifier, 6, through 
the ANTIVOX control. 


A 100 kHz crystal calibrator, VS. is switched on 
when the Mode switch is in the CAL position. Its 
output is coupled to the grid of the RF amplifier 
V7. 


The S meter in the TR—4C operates in a bridge 
circuit with the plates of a receiver IF amplifier, 
V11. and the transmitter IF amplifier. V15 in one 
leg of the bridge and plate of the audio output tube 
V17 in the other leg. Receiver AGC voltage applied 
to V1 1 on receive and transmit causes these tubes to 
draw less current. thus unbalancing the bridge, 
which causes the S meter to read up scale. The 
bridge is balanced on receive by the ZERO control. 
On transmit, the meter may rest up scale with no 
modulation. 


4-3. TRANSMITTER CIRCUITRY. 


Audio input from the microphone is applied to one 
section of the microphone amplifier V18 where it 
is amplified and applied to the remaining section of 
this tube through one section of the XMTR GAIN 
control. Output from the cathode of the second 
triode of V18 is applied to the balanced modulator 
through. the Mode switch for SSB operation. Out- 
put from the plate is applied to the grid of the AM 
screen modulator, V14, and to the grid of the first 
VOX amplifier triode, V!9A, through the VOX 
control. The output from VI9A is rectified by the 
VOX rectifier. D5. and the resulting positive DC 
voltage is applied to the grid of the relay control 
triode. VI9OB, causing it to conduct and to close 
the transmit/receive relay. 


Audio voltage from V17 is rectified by the anti vox 
rectifier, D6, which supplies negative voltage to the 
erid of VI9OB, and preventing it from conducting 


and closing the relay when the microphone picks 
up audio from the speaker. 


Cut off bias for the relay tube is obtained from a 
voltage divider. When the microphone push-to-talk 
switch is activated the cut off bias is grounded, 
cuusing VI9B to conduct and close the relay. 


RF from the 9.0 MHz crystal oscillator portion of 
the product detector tube V16 is applied to the 
balanced diode modulator through the carrier 
balance control. On SSB the audio from V18 is also 
applied to the balanced modulator and the result is 
a double sideband suppressed carrier signal which is 
applicd io the transmitter IF amplifier. The ampli- 
fied output is coupled through T13 to the upper or 
lower crystal filter where the undesired sideband is 
filtered out. The resulting SSB signal is coupled 
through T6 to the transmitter mixer, V4, where it 
is combined with a premixer signal of the proper 
frequency to give output on the desired amateur 
band. 


Output from V4 passes through the L/C circuit, T7, 
T8 and C37, and is applied to the grid of the driver 
tube, V6. Here it is amplified and applied to the 
grids of V8, V9, and V10 through the L/C network, 
TY. T1O and the other half of C37. 


Three parellel power amplifier tubes boost the sig- 
nal to a power level suitable for transmission. The 
Output impedance of the power amplifier tubes is 
matched to a 52 ohm load by meuns of the pi net- 
work circuit composed of L8, L9, C94 and C95. 


At the first trace of flat topping in the final ampli- 
fier tubes, a small amount of grid current will be 
drawn. This produces a voltage drop across R47. 
The small] negative going voltage thus obtained is 
applied through R46 to the cathode of V13B where 
it is amplified. The amplified negative voltage is 
applied to the grid of VI5,. thus reducing the level 
of the driving signal. 


When the Mode switch is placed in the X-CW 
position, V2 becomes an audio phase shift oscilla- 
tor which is grid-block keyed along with the trans- 
mitter mixer, V4, and the driver, V6. The audio 
output from V2 is applied to the grid of the 


product detector tube V16, through the SIDE- 
TONE control, to provide audio output from the 
speaker for CW monitoring. Audio output from V2 
is also applied to the grid of the VOX amplifier 
tube, VI9A, which causes relays K] and K2*to 
close. The relays turn on the transmitter, cause 
the 9.0 MHz oscillator to be shifted to 9.001 MHz 
and apply a variable source of DC, controlled by 
half of the XMTR GAIN control, to the balanced 
modulator. The DC voltage which unbalances the 


modulator increases the carrier to a suitable level. 


The resulting 9.001 MHz signal from the balanced 
modulator is amplified by V15 and coupled into 
the crystal filter. The SIDEBAND control must be 
in the ‘*X”’ position to allow the signal to pass. A 
screen resistor is switched into the final amplifier 
screen circuit to prevent excessive screen current in 
the X-CW position of the Mode switch. 


When the Mode switch is placed in the X-AM posi- 
tion the AM screen modulator V4 is inserted in 
series with the final amplifier screen supply and a 
constant voltage is applied to the balanced modula- 


tor. Relay K2 shifts the 9 MHz oscillator to 9.001 
on transmit just as it does on X-CW. Vox and PTT 
functions arc the same on AM us on SSB. 


When relay K1 is closed, either by the VOX circuit 
or the push-to-talk switch, the cathode of V3B, V7, 
V11 and V12 are isolated from ground which dis- 
ables the receiver. The cathodes of V4, V6, V8, V9, 
V10 and V15 are connected to ground which actu- 
ates the transmitter. Also, the antenna is switched 
from the receiver input to the final amplifier tank 
circuit. If the TCVR/RCVR switch is in the RCVR 
position. the RCVR MUTE jack is grounded 
through RFC 11 and RFC 7 and the antenna is 
connected to the RCVR ANT jack instead of T9 in 
the receive condition of the relays. 


Pushing in the LOAD control disconnects the plate 
current meter from the final amplifier cathode cir- 
cuit and connects it to the diode D9 and its associa- — 
ted circuitry. This network samples the RF output 
voltage at the antenna connection, rectifies it, and 
applies it across the meter. 
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CHAPTER V 
MAINTENANCE 


5-1. SERVICE DATA. 


a 

We will check and align your transceiver at the 
fuctory for a nominal fee if it has not been tam- 
pered with. Transportation charges are extra. Any 
necessary repairs will be made on a time and 
material basis. Please write or call the factory for 
authorization before returning your unit for align- 
ment or service. Address your request for authori- 
Zation to: 


R. L. Drake Company 

540 Richard Street 

Miamisburg, Ohio 45342 

ATTN: Customer Service Department 


Telephone: (Area Code 513) 866-3211 
(Code-A-Phone Service after 
1630 Hours E.S.T.) 


WARNING 

Extreme caution should be exercised 
when the top and bottom covers are 
removed. High voltage which is present 
ut several points can cause a lethal elec- 
trical shock. Repairs and adjustments 
should be made only by a qualified 
electronics technician. Disconnect. the 
Power Supply from the TR--4C before 
removing covers. 


5-2. TOP COVER REMOVAL. 


Remove the three top screws on each side of the 
TR--4C and remove the cover. by first pulling up 
On the rear and then the front of the cabinet. 


5-3. BOTTOM COVER REMOVAL. 


Remove the three bottom screws on each side of 
the TR-—4C and lift the chassis out of the bottom 
cover. 


5-4. TUBE REPLACEMENT. 


In general, most trouble in electronic equipment of 
good design is due to tube failure. The best method 
of finding defective tubes is by direct substitution. 
It is best not to rely too heavily on tube checkers. 
The TR--4C has been designed so that, with the 
exception of V8, V9 and V10. tubes can be replaced 
without need for realignment. These tubes are to 
be replaced with a matched sct of the same brand 
as originally supplied. Ifa different brand is used, 
alignment of T7, T8, T9 and final amplifier neutral- 
ization is recommended. Matched sets of Sylvania 
6JB6’s ure available directly from the factory. To 
replace the 6JB6 tubes, it is necessary to remove 
only the top of the final amplifier cage. To do this. 
remove the sheet metal screws holding the PA cover 
to the cage. A disc-handle is provided on the cover 
to facilitate removal. To replace the PA cover. 
simply reverse the process. Be sure the parasitic 
suppressors donot short to the cage. 


5-5. TROUBLE SHOOTING. 


Careful consideration has been given in the design 
of the TR—4C to keep maintenance problems toa 
minimum. However. it is quite possible that some 
problem will arise which cannot be cured by tube 
substitution. If this occurs, it is suggested that the 
TR-—4C be returned to the dealer or you may write 
to the Customer Service Department at the address 
given in paragraph 5-]. Be sure to describe the 
problem in detail. Include full information con- 
cerning external connections. control settings, tubes 
substituted, serial number, etc. Always include the 
serial number when requesting service information. 
Before returning equipment to the factory, it is 
necessary to get prior authorization. In case of mal- 
function, first check the power supply fuse. the 
filament fuse in the TR--4C and the number 12 
fuse lamp near the relay assembly for continuity. 
The voltage and resistance charts in this chapter 
should be valuable in isolating minor problems. 


However, no attempt should be made to service the 
TR—4C unless you are thoroughly familiar with 
electronic circuitry and servicing technique. Care 
should be taken not to disturb the lead dress in the 
TR--4C since several circuits are quite critical in 
this regard. 


5-6. TEST EQUIPMENT. 


Alignment of TR—4C will require the following 
equipment: 


ua. A general coverage receiver capable of receiving 
WWwy. 

b. An 11 Megohm VTVM. 

c. An alignment load consisting of 2 1000 Ohm 
non-inductive resistor in series with a .0OS uF 
disc cerumic capacitor. 

d. A 52 Ohm dummy load. 


WARNING 

Before recciver alignment is attempted, 
the plate and screen power leads of the 
amplifier tubes should be disconnected 
where they pass through the partition 
under the chassis. Be sure the power is 
disconnected before this is attempted. or 
serious electrical shock may result. 


5-7. ALIGNMENT PROCEDURES. 


5-8. CRYSTAL CALIBRATOR. Toalign the crystal 
calibrator pertorm the following steps: 


a. Let the TR--4C warm up for 30 minutes. 

b. Preset the XMTR GAIN control fully counter- 
clockwise. 

c. Set the Mode switch to CAL. 

d. Tune in WWV on the general coverage receiver 
with the BFO off. 

e. Connect a wire from the receiver antenna termin- 
al to V5 of the TR--4C. Wrap the wire around 
the tube a.turn or two. 

f. Adjust C45, located on top of the TR-4C 
chassis, until the calibrator signal is zero beat 
with the unmodulated WWV carrier. 


5-9. 9.0 MHz OSCILLATOR. 


a. Let the TR—4C warm up for 30 minutes. 
b. Set the Mode switch in the SSB position. 


c. Turn up the Audio Gain control until noise is 
audible in the speaker. 

d. While switching the SIDEBAND knob back and 
forth, adjust C130, located on top of the chassis 
near the rear edge, until the pitch of the noise is 
the same on both positions. 

5-10. INJECTION CRYSTAL OSCILLATOR. 

a. Set the VTVM to its lowest DC negative volt 
scale and set the pointer to about center’scale 
with VIVM zero adjust control. 

b. Connect the common lead of the VTVM to the 
TR--4C chassis and the DC lead to the test point 
which is connected to pin 9 of V1. 

c. Set BAND switch to 7.0 MHz and adjust L] for 
maximum negative DC voltage. 

d. Switch to 2).0 MHz and adjust L5 for maximum 

as in Step ce. 

. Switch to 29.1 MHz and adjust L2 for maximum 

as in Step ce. 

f. The 28.0, the 28.5 and the 29.1 MHz positions 
should have about the same negative voltage. 


om 


5-11. VFO ADJUSTMENT. 

The permeability tuned VFO was carefully adjusted 

aft the factory and should require no further align- 

ment. If it docs not appear to track from one end 
of its range to the other, it should be returned to 
the factory for realignment. Maximum calibration 

error is | kHz when calibrated to the nearest 100 

kHz point. 

5-12. INJECTION COUPLER. 

a. Tune in a crystal calibrator signal at 7.3 MHz. 

b. Connect the alignment load between pin 6 of 
V1B and ground and adjust T3 (top) for maxi- 
mum S meter reading. 

c. Connect the toad from pin 9 of V3A and ground 
and adjust T3 (bottom) for maximum S meter 
reading. 

d. Tune in a crystal calibrator signal at 21.300 MHz 
and repeat the procedure for T2. . 

e. Tune in a crystal calibrator signal at 29.000 MHz 
and repeut the above procedure for T]. Note: 
On T], adjust the bottom slug when the load is 
on pin 6 of V1B and the top slug when the load 
is on pin 9 on V3A. 
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Table 5—1. Resistance Chart 


i oe ee ee ee — ee -- 


REF Tube : MEASURED AT PIN | 
DES _ ab pet or ese ban 
VI 6EA8 9.5 K | 2.5 Meg 4 : 

at ban 1I2AV6 | 3.3 Meg] Int. j 150 K 


ul V3. 6EAS | 8.0K) Ps0Ke) e250: e: Til deseo 
| V4 | 6EI7 25K | 600K | 23K | Fil 0 
K 
K 


vive 6B26 4 T Megpoet Fil ! 0 

VOOM HYEAl eee te re Nats oak 

V7 |12BA6 0 | Fil 0 
_| V8 | 6JB6 ne 40K | 23K | Fil | 
| v9 | 6JB6 40K | 23K | Fi | 
4z| V10 | 6JB6 SOK | 23K] Fi) bil | 40k | 82 

Vii | 6BZ6 | 2: 150 Oca FSi ieeka TS Koal -ye, 0 

V12 [12BA6 [2.5 Mee] 0 Filo dOetlc OK yagilaak | GR | meen 
ye| V13 | 12AX7 22K | 45K 0 [Ese 55 K rd Fil 
W/| V4 | 13DE7_ | 2.5 Meg| 2.5 Meg O  }2:2 Mee |.22 Meg| 0.04) salt 
_ {vis {12BA6 | 2Meg] 0 0 10K | > 83'Ke})25-RehiSersat Re 
- | Vie | 6GX6"| 2.2 Meg Pee 2 250 Kel 10.2. Ky i22-K~| sok nan ee 
+1 Vv171 6AQ5 | 500K | 270 0 R7K 1 8K | SOOK | 
<1 VI8 | 12AX7_| 350K {6.8 Mee| 0 Fil} 350K; 500 K ie 3K] NC. 
w\ vio | 6FQ7 | 12K |4.5Mez| 0 ; 0 | 100K |} 620K | 820 41.6 Meg 
‘|vs0 | oar | 78K | o | me fo [78K |r| || 

Transistor MEASURED AT: WAR | 


Emitter [Base Base reals Collector 
Located in PTO 
Located in PTO 


Type 
2N5950 
~2N3563 
AT5059 
2N3394 
IN3877 


NOTE: 

All measurements were made with respect to ground with the power supply disconnected from the 
TR 4C. The BAND switch was on 7.0 MHz. the Mode switch was on CAL and the RCVR GAIN 
und XMTR GAIN controls were fully clockwise. The VOX. ANTI VOX and SIDETONE contrets 
were fully clockwise and the ZERO control was set at the balance point. The accessory 34. PNB 
jumper plug was in the noise blanker jack. 
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Table 5—2. Voltage Chart 


REE | oToks | MEASURED ATPIN 


DES Type 1 


Vi OEA8 Paes 


V2 | 12AV6 
V3 OEAS8 
va | oE7 
V5 oBZ6 
Vo !2BYTA 
v7 | se 


6JB6 | | 6.3* 


6JB6 


—— oe - 


6BZ6 


— 


V12 | 12BA6 


VIS | 12AX7 


V14 | 13DE7 
ae “9 
vie | 6GX6 
V17 605 
Vis 12AX7 


V19 6FQ7 


V20 OA2 


a do hee... 


fi eos 


je uh 


SRA SATS 


ee 


oJ BG at i z ho3" | Pa" 


ait 
150 


155 Lae 


es pa 


Table 5—2. Voltage Chart (continued) 


MEASURED AT: 


[Cimino [te | 


Transistor 
Type 


Rol 2N5950 | Located in PTO 


Located in PTQ 
z Parsoss [oP 


OS | 2NS87 Be 


NOEE: 


Collector 


All measurements were made with an 1! Megohm VTVM and were taken from ground. RF TUNE, 
PLATE and LOAD controls were set as described in paragraph 3-7. BAND switch was on 7.0 MHz. 
VFO dial was at 7.250 MHz und SIDEBAND was on X. Receive measurements were made with the 
Mode switch*in the CAL position and the transmit measurements were made with the Mode switch 


in the X-CW position, with the following exception: 


On V14, both receive and transmit measurements were made with the Mode switch in the X- AM 


position and with PTT line grounded. 


The AC-—4 Power Supply was used. Where two voltages are shown. the top is for receive and the 
bottom is for transmit. An ***” indicates AC voltage. The accessory 34--PNB jumper plug was in the 


noise blanker jack. 


5-13. RECEIVER IF. 


a. Peak the RF TUNE control on noise at 3.8 MHz. 
b. Adjust Tl! top and bottom and T12 top and 
bottom for maximum noise from the speaker. 


5-14, BALANCED MODULATOR AND 
CARRIER BALANCE. 


a. Disconnect the power supply and reconnect the 
screen and plate supply leads to the final ampli- 
fier tubes. 

b. Reconnect power supply. 

c. Connect dummy load to the antenna jack. 

d. Peak the RF TUNE control for maximum 


receiver gain. 


. Adjust bias per paragraph 3-6. With XMIT GAIN 


fully counterclockwise, place the Mode switch in 
X--CW position and SIDEBAND switch in: X 
position. 


. If the plate current exceeds 0.15 Ampere, adjust 


the RF TUNE for 0.15 Ampere maximum. 


. If plate current is less than 0.15 Amperes, adjust 


Carrier Balance pot until plate current reaches 
0.15 Amperes. 


. Peak T14 for maximum plate current. Detune 


the RF TUNE control to prevent plate current 
from exceeding 0.15 Amperes. 


. Alternately adjust the Carrier Balance control 


and C127 for minimum plate current. There 
should be no difference in plate current between 
the two positions of the SIDEBAND switch. 


5—5 


ha el DTT 


5-15. FILTER MATCHING TRANSFORMER. 


u. Adjust the § meter ZERO pot for zero S meter 
deflection (S-1). 

b. With the SIDEBAND switch in USB, tune in the 
calibrator signal at 
meter reading. 

c. Adjust the RF TUNE control until the S meter 
reads S-9, 

d. Turn the VFO control clockwise to increase the 


audio frequency until the S meter drops to S-5.. 


Adjust To and T13 for maximum S meter reading. 
Repeat Steps b. through e. 

Center the 9.0 MHz oscillator as described in 
paragraph 5-9. 


e: 
: 
g. 


5-16. MIXER AND RF ALIGNMENT. 


a. Tune up the. TR—4C at 3.8 MHz for maximum 
power output into a dummy load. Set the RF 
TUNE control on 5. Adjust the XMTR GAIN 
control for 0.2 Amperes plate current as indica- 
ted by the plate meter. Adjust T7 bottom and 
TY bottom for maximum plate current. 

b. Tune up the TR-4C at 7.3 MHz and repeat a. 
above. with the RF TUNE control on 6. by 
adjusting T8 top and T10 top. 3 

c. Set RF TUNE control on $. Tune up the TR--4C 
at 14.3 MHz and repeat a. above by adjusting 
T7 top and T9 top. 

d. Tune up the TR-4C at 29.7 MHz (crystal not 
supplied). With the RF TUNE control at 9% 
repeat a. above by adjusting T8 bottom and T10 
bottom. 

ve. Set RF TUNE control on 5. Tune up the TR—4C 
ut 21.3 MHz and repeat a. above by adjusting 
L6 and L7. 


3.8 MHz for maximum S 


5-17. PA NEUTRALIZATION. 


a. Attach an RE output indicator between the 
TR 4C and the dummy loud. [ff no ‘external 
output indicator ts available. the TR -4C’s own 
RE output indicator may be used. 

b. Tune up the TR -4C on 29.0 MIlz for maximum 

~ power output into a dummy loud. 

¢. Reduce plate current to 0.2 Amperes with the 
XMTR GAIN control. 

d. While tuning the PLATE control back and forth 
through resonance. adjust C76, using an insulated 
screwdriver, until the plate current dip and maxi- 
mum RF output occur simultaneously. An insula- 
ted screwdriver is required because the rotor of 
C76 is connected to + 250 Volts. DC. 


5-18. TRANSMITTER !F NEUTRALIZATION. 


a. With microphone plugged into TR 4C. turn the 
VOX gain fully counterclockwise and turn XMTR 
GAIN fully clockwise. Pluce the Mode switch in 
the SSB position. 

b. While tulking into the microphone. increase the 
RCVR GAIN control setting until speech can be 
heard from the speaker. 

c. Adjust C168 for minimum output from speaker. 

d. If over one turn of adjustment is required. it will 
be necessary to realign P14, C127 and the Carrier 
Bulanee control. 


5-19. S METER ADJUSTMENT. 


With the RF GAIN control fully counterclockwise 
adjust R187 for an S meter reading of 60 dB over 
S-9. 
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Figure 5—1. Alignment Locations, Top View 
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Table 5—3. (Continued) 
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Figure 5—2. Alignment Locations, Bottom View 
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Figure 5-3. AC—4 Power Supply Schematic 
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Figure 5—4. DC—4 Power Supply Schematic 
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MODEL 34-PNB PLUG-IN NOISE BLANKER 


GENERAL DESCRIPTION. 


The 34—PNB Noise Blanker is a solid-state unit 
designed for use with the TR—4C and TR—4 
Transceivers. Unlike noise clippers or limiters com- 
monly found in communications equipment, this 
is an advanced noise blanker whiclt mutes the 
receiver for the duration of the noise pulse. Be- 
tween noise pulses full receiver gain is restored. 
Receiver AGC is affected only by the desired signal 
and not by noise. The 34—PNB is most effective 
on strong, periodic noise impulses such as auto- 
mobile ignition noise. 


INSTALLATION. 


Disconnect the power connector from the TR—4C 
or TR—4. Remove the top half of the transceiver 
cabinet. Remove the 7 pin jumper plug located in 
front of the power amplifier cage. With the printed 
circuit side of the 34—PNB facing the outside of the 
transceiver chassis, carefully plug in the 34—PNB. 
After it is correctly seated in the socket, install a 
number 4 self-tapping screw in each corner of the 
34—PNB bracket to secure it to the transceiver 
chassis. Replace the cabinet top. Some alignment 
may be necessary at the time of installation. See 
ALIGNMENT below. 


OPERATION. 


The BLANKER switch on the transceiver is used to 
turn the accessory 34—PNB Noise Blanker on and 
off. The Noise Blanker may be left on except when 
there is a strong signal within 5 kHz of the received 
signal. A strong signal which falls within the 10 kHz 
wide crystal filter in the Noise Blanker, and outside 
the 2.1 kHz wide crystal filter in the transceiver, 
will operate the Noise Blanker gate circuit causing 
distortion products. This lmitation in the Noise 
Blanker is caused by the necessity of having a band- 
width in the blanker wide enough to minimize 
stretching of noise pulses before blanking. Under 
normal operating conditions, this limitation is no 
problem. 


CIRCUIT DESCRIPTION. 


This noise blanker system is composed of the three 
major networks described below. Refer to the 
block diagram and schematic diagram to follow 
this circuit description. 


TRANSMITTING PATH. 


The transmitting path consists of a single RC coup- 


led 9 MHz amplifier which passes the transmitter 
signal through the blanker. The signal then Passes 
through the crystal filter passband and into the 
transmitter mixer. 


RECEIVER PATH. 


The signal first passes through a crystal filter with a 
bandwidth wide enough to pass most of the noise 
frequency components but narrow enough to keep 
strong adjacent signals from overloading the noise 
blanker amplifier. The signal simultaneously enters 
the noise processor and the delay circuit, a reactive 
network which compensates for the inherent phase- 
shift of the noise processing section. The 9 MHz 
receive amplifier provides an overall system gain for 
the receive path. The balanced gate is an electronic 
series switch that opens for noise pulses but closes 
to allow the signal to pass. 


NOISE PROCESSOR. 


The signal passes through the tuned 9 MHz ampli- 
fier and into the balanced mixer. This mixer con- 
verts the 9 MHz noise pulses to 2150 kHz and 
prevents the high level 6.85 MHz oscillator signal 
from reaching the amplifier strip. The 2150 kHz 
noise pulses pass through the two amplifiers, the 
detector and into the gate driver. The driver reverse- 
biases the gate at the instant a 9 MHz noise pulse 
enters on its way to the receiver IF. The gate then 
is controlled by the same pulse it is blanking, en- 
abling it to respond automatically to pulses of 
varying width. 


ALIGNMENT. 


It is recommended that the TR—4 series transceiver 

be tuned to 40 meters on receive when the follow- 

ing procedure is performed. Refer to the Model 
34—PNB Alignment Locations illustration to locate 
the alignment points. 

a. With the noise blanker turned on, adjust capaci- 
tor trimmers C10 and C19 for maximum § 
meter reading on calibrator signal. 

b. With the calibrator turned off, connect a VTVM 
(set to measure DC voltage) between terminal 4 
of the 34—PNB board and ground (terminal 4 
being plus). Adjust R24 for maximum positive 
voltage. 

c. Turn the calibrator on and adjust the two re- 
maining trimmers C21 and C8 for minimum 
positive voltage. 
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Model 34—PNB Alignment Locations 
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TR-3/TR-4/TR-4C/TR-4Cw TUNING ALTERATIONS 


The tune up procedure for the TR series transceivers must be altered 
from the instruction manual in order to meet section 97.73 of the F.C.C. 
regulations which concerns the purity of emissions. 


Tune up on 80, 40, and 15 meters must be altered by limiting the plate 
current to 350 milliamperes with the LOAD control. Instead of adjusting 
the LOAD control for maximum RF output, the LOAD control should be 
advanced from CCW to the point at which the resonant plate current does 
not exceed 350 milliamperes. On 80 meters the LOAD control should 
remain fully CCW. 


The tune up procedure in the: .instruction manual may be followed for 
operation on 20 and 10 meters. 


(CCW -— counterclockwise) 


T4740 —2< 1-4 XBT -4AXCe TUNING ALTERATIONS 


The tune up procedure for the T-4 series transmitters must be altered 
from the instruction manual in order to meet section 97.73 of the F.C.C. 
regulations which concern the purity of emissions. 


Tune up on 160, 80, 40 and 20 meters must be altered by limiting the 
plate current to 340 milliamperes with the LOAD control. Instead of 

adjusting the LOAD control for maximum RF output, the LOAD control 
should be advanced from CCW to the point at which the resonant plate 
current does not exceed 340 milliamperes. 


The tune up procedure in the instruction manual may be followed for 
operation on 15 and 10 meters. 


(CCW -- counterclockwise) 


L-4B 


The L-4B when tuned in accordance with the instruction manual meets the 
requirements of section 97.73 of the F.C.C. regulations which concern the 
purity of emissions, 


TR-4C w SUPPLEMENTARY INSTRUCTION SHEET 


The TR-4Cw incorporates all of the features contained in the TR-4C plus a 500 Hz 
bandwidth crystal filter to improve CW selectivity. 


This instruction sheet deals only in differences and additions that this feature 
will add to the instruction manual supplied. 


SPECIFICATIONS 
Receiver Selectivity: 6 dB=500 Hz, 60 dB=2.0 kHz with Sideband Switch in 500 Hz 
position. 


OPERATION 

The Sideband Switch selects between upper, lower, and 500 Hz filters. The side- 
band being utilized is indicated by the upper/lower lights. When the sideband 
switch is in the 500 Hz position, the same light will light as when the switch is 
in the "X" position. 


Tune Up is identical to that of the TR-4C. 


Operation on CW is accomplished in the same manner as the TR-4C except that 
the sideband switch can be placed on the 500 Hz position to more easily sepa- 
rate stations under crowded band conditions.” 


It will be noted that when transmitting with the 500 Hz filter switched in, the 
XMTR Gain Control will have to be advanced slightly further clockwise to ob- 
tain the same plate current as obtained when either upper or lower filters are 
used. 


The center frequency of the CW filter is such that when a signal is tuned for 
maximum S-meter reading, an audio beat note of approximately 800 Hz will be 
produced. Therefore, when tuning in CW signals with the filter switch in the 
"X" position, signals should be tuned for this audio frequency so they will 
still be tuned in when switching to the 500 Hz filter. 


SSB Operation is not recommended with the 500 Hz filter switched in since it 
will narrow the bandwidth of both transmitted and received audio sufficiently 


to make it virtually unintelligible. 


MAINTENANCE 
Alignment is accomplished in exactly the same manner as the TR-4C. No 
special tuning of T6 or T13 is required. 


Access to circuitry hidden by the 500 Hz filter is obtained by loosening the 
two nuts holding the 500 Hz filter bracket to the upper/lower filter bracket 
and lifting the filter and bracket as a unit off the transceiver. 


TR-4C w SUPPLEMENTARY INSTRUCTION SHEET 


The TR-4C w incorporates all of the features contained in the TR-4C plus a 500 Hz 
bandwidth crystal filter to improve CW selectivity. 


This instruction sheet deals only in differences and additions that this feature 
will add to the instruction manual supplied. 


SPECIFICATIONS 
Receiver Selectivity: 6 dB=500 Hz, 60 dB=2.0 kHz with Sideband Switch in 500 Hz 
position. 


OPERATION 

The Sideband Switch selects between upper, lower, and 500 Hz filters. The side- 
band being utilized is indicated by the upper/lower lights. When the sideband 
switch is in the 500 Hz position, the same light will light as when the switch is 
in the "X" position. 


Tune Up is identical to that of the TR-4C. 


Operation on CW is accomplished in the same manner as the TR-4C except that 
the sideband switch can be placed on the 500 Hz position to more easily sepa- 
rate stations under crowded band conditions. 


It will be noted that when transmitting with the 500 Hz filter switched in, the 
XMTR Gain Control will have to be advanced slightly further clockwise to ob- 
tain the same plate current as obtained when either upper or lower filters are 
used. 


The center frequency of the CW filter is such that when a signal is tuned for 
maximum S-meter reading, an audio beat note of approximately 800 Hz will be 
produced. Therefore, when tuning in CW signals with the filter switch in the 
"X" position, signals should be tuned for this audio frequency so they will 
still be tuned in when switching to the 500 Hz filter. 


SSB Operation is not recommended with the 500 Hz filter switched in since it 
will narrow the bandwidth of both transmitted and received audio sufficiently 
to make it virtually unintelligible. 


MAINTENANCE 
Alignment is accomplished in exactly the same manner as the TR-4C. N 
special tuning of T6 or T13 is required. 


Access to circuitry hidden by the 500 Hz filter is obtained by loosening the 
two nuts holding the 500 Hz filter bracket to the upper/lower filter bracket 
and lifting the filter and bracket as a unit off the transceiver. 
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